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900  LINE 

MADE  NUPROCESS  METHOD 


No.  905  Drop 


No.  903  Drop 


No.  903  Semi-Flush 

3  Lights 

Dia.  121/2  in.  Length  12  in. 


O 


No.  903  Drop 

3  Lights 

Dia.  121/2  in.  Length  36  in. 


O 

No.  905  Semi-Flush 

5  Lights 

Dia.  15  in.  Length  12  in. 


No.  905  Drop 

5  Lights 

Dia.  15  in.  Length  36  in. 


O 


No.  902,  No.  903,  and  No.  905, 
also  made  Semi-Flush  and 
Drop 


No.  922X  No.  921X 


O 

No.  921X 

1  Light 

8  X  41/4  in.  Extends  31/4  in. 
With  Convenience  Outlet 
and  Rotary  Switch 


O 

No.  922X 

2  Lights 

8x41/4  in.  Extends  3  in. 

Spread  6V8  in. 

With  Convenience  Outlet 
and  Rotary  Switch 


O 


Finishes: 

Antigue  Ivory  Satin 

Ivory  Poly.  Antique  Gold 

Ivory  (St  Gold  Gold  Poly. 

Eggshell  Bronze 

French  Tone 


MADE  NUPHOCESS  METHOD 


No.  901 

1  Light 

Dia.  7%  in.  Length  2V2  in. 

o 

No.  901  P.C.S. 

Same  as  above  with  Pull 
Chain  Socket 


No.  902  Flush 

2  Lights 

123/8  X  7  in.  Depth  II/2  in. 


<> 


No.  903  Flush 

3  Lights 

Dia.  121/2  in.  Depth  2i/s  in. 


o 


No.  905  Flush 

5  Lights 

Dia.  15  in.  Depth  21/2  in. 


O 


No.  921 

1  Light 

8  X  41/4  in.  Extends  31/4  in. 
With  Rotary  Switch 


O 


No.  922 

2  Lights 

8  X  41/4  in.  Extends  3  in. 
Spread  6 Vs  in. 

With  Rotary  Switch 


O 


Finishes: 


Antique  Ivory 
Ivory  Poly. 
Ivory  &  Gold 
Eggshell 

Erench 


Satin 

Antique  Gold 
Gold  Poly. 
Bronze 
Tone 


No.  901 


No.  902  Flush 


No.  903  Flush 


No.  905  Flush 


No.  922 


No.  921 
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MADE  NUPROCESS  METHOD 


No.  915  Flush 


No.  913  Flush 


No.  912  Flush 


No.  922X 


No.  911 


No.  921 


No.  922 


No.  92 IX 


No.  911 

1  Light 

Dia.  7%  in.  Depth  2  in. 
Length  4  in. 

O 

No.  912  Flush 

2  Lights 

12%  X  7  in.  Depth  D/2 
Length  3  in. 


No.  913  Flush 

3  Lights 

Dia.  I2V2  in.  Depth  21/3  in. 
Length  3  in. 

No.  915  Flush 

5  Lights 

Dia.  15  in.  Depth  2V2  in. 
Length  3  in. 

-C- 

No.  912.  No.  913.  and  No.  915. 
also  made  Semi-Flush  and 
Drop. 

O 

No.  921 

1  Light 

8  X  41/4  in.  Extends  3V4  in. 
With  Rotary  Switch 


O 


No.  921X 

1  Light 

8x41/4  in.  Extends  31/4  in. 
With  Convenience  Outlet 
and  Rotary  Switch 

O 

No.  922 

2  Lights 

8  X  41/4  in.  Extends  3  in. 
Spread  6%  in. 

With  Rotary  Switch 


No.  922X 

2  Lights 

8x41/4  in.  Extends  3  in. 

Spread  6%  in. 

With  Convenience  Outlet 
and  Rotary  Switch 


Finishes: 

Antique  Ivory  Satin 

Ivory  Poly.  Antique  Gold 

Ivory  6t  Gold  Gold  Poly. 

Eggshell  Bronze 

French  Tone 
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400  LINE 

MADE  NUPROCESS  METHOD 


No.  101 

1  Light 

7  X  4  in.  Extends  4V4  in. 
With  Rotary  Switch 

O 


No.  102 

2  Lights 

8 1/2  X  4  in.  Extends  31/2  in. 
Spread  8 1/2  in. 

With  Rotary  Switch 


No.  401 

1  Light 

Dia.  53/4  in.  Length  4  in. 


O 


No.  401  P.C.S. 

Same  as  above  with  Pull 
Chain  Socket 

i 

I 

>  O 

i 

I  No.  402  Flush 

1  2  Lights 

121/4  X  6 1/2  in.  Depth  3  in. 

i 

i  No.  403  Flush 

3  Lights 

Dia.  131/2  in.  Depth  21/2  in. 

O 

No.  405  Flush 

i  5  Lights 

Dia.  16  in.  Depth  31/2  in. 

i 


i  No.  405  Semi-Flush 

5  Lights 

Dia.  16  in.  Length  12  in. 

!  ^ 


No.  405  Drop 

5  Lights 

Dia.  16  in.  Length  36  in. 


No.  402.  No.  403,  and  No.  405. 
also  made  Semi-Flush  and 
Drop. 


Finishes: 

Antique  Ivory  Antique  Gold 
Ivory  Poly.  Gold  Poly. 

Ivory  6c  Gold  Gold  6c  Ivory 
Bronze  Satin 


No.  102 


No.  101 


No.  401 


No.  402  Flush 


No.  403  Flush 


No.  405  Flush 


No.  405  Semi-Flush 


No.  405  Drop 


Ad 


TTrVTT. 

Mii, 
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1100  LINE 


MADE  OF  UNBREAKABLE  METAL 


No.  nil 


No.  1112  Flush 


No.  1115  Flush 


No.  1113  Flush 

No.  1121 


No.  1105  Semi-Flush 


No.  1122 


No.  1105  Semi-Flush 

5  Lights 

Dia.  141/2  in.  Length  14  in. 

-o- 

No.  nil 

1  Light 

Dia.  7  in.  Depth  21/4  in. 

Length  41/2  in. 

-O- 


No.  1112  Flush 

2  Lights 

123/4  X  7  in.  Depth  2  in. 

Length  31/4  in. 

O 


No.  1113  Flush 

3  Lights 

Dia.  121/4  in.  Depth  21/4  in. 
Length  31/4  in. 


o 


No.  1115  Flush 

5  Lights 

Dia.  141/2  in.  Depth  21/2  in. 
Length  31/4  in. 

O 


No.  1112,  No.  1113,  and  No. 
1115,  also  made  Semi-Flush 
and  Drop. 

o 


No.  1121 

1  Light 

111/2  X  41/2  in.  Extends  4  in. 
With  Rotary  Switch 


<> 


No.  1122 

2  Lights 

111/2x41/2  in.  Extends  31/4  in. 
Spread  9  in. 

With  Rotary  Switch 


O 

Finishes: 

Antigue  Ivory  Satin 

Gold  &  Eggshell  Bronze 

White  (Sc  Brown  French  Tone 
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MADE  OF  UNBREAKABLE  METAL 


No.  1101 

1  Light 

Dia.  7  in.  Length  31/2  in. 

-o- 


No.  1101  P.C.S. 

Same  as  above  with  Pull 
Chain  Socket 

o 


No.  1102  Flush 

2  Lights 

123/4  X  7  in.  Depth  2  in. 


O 


No.  1103  Flush 

3  Lights 

Dia.  121/4  in.  Depth  21/4  in. 


O 


No.  1105  Flush 

5  Lights 

Dia.  141/2  in.  Depth  21/2  in. 


No.  1115  Drop 


O 


No.  1115  Drop 

5  Lights 

D'a.  141/2  in.  Length  36  in. 


•  o 


No.  1102,  No.  1103,  and  No. 
1105,  also  made  Semi-Flush 
and  Drop. 

<0- 


Finishes: 


Antique  Ivory 
Gold  &  Eggshell 
White  6t  Brown 


Satin 
Bronze 
French  Tone 


No.  1102  Flush 


No.  1101 


5000  LINE 


x 


MADE  OF  UNBREAKABLE  METAL 


No.  5011 

1  Light 

Dia.  71/2  in.  Depth  2  in. 
Length  41/2  in. 


O 

No.  5011 


No.  5013  Flush 


No.  5012  Flush 

2  Lights 

12  X  71/2  in.  Depth  21/4  in. 
Length  33/4  in. 


o 


No.  5013  Flush 

3  Lights 

Dia.  12  in.  Depth  21/4  in. 
Length  33/4  in. 


No.  5012  Flush 


No.  5015  Flush 


o 


No.  5015  Flush 

5  Lights 

Dia.  141/2  in.  Depth  3  in. 
Length  33/4  in. 


<> 


No.  5012,  No.  5013,  and  No. 
5015,  also  made  Semi-Flush 
and  Drop. 

-o- 


Finishes: 

Antique  Ivory  Satin 

Gold  6c  Eggshell  Bronze 

Empire  White  6c  Gold 
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5000  LINE 


No.  5001 

1  Light 

Dia.  71/2  in.  Length  3  in. 


o 


No.  5002  Flush 

2  Lights 

12  X  71/2  in.  Depth  21/4  in. 

o 

No.  5003  Flush 

3  Lights 

Dia.  12  in.  Depth  2V4  in. 

-O- 

No.  5005  Flush 

5  Lights 

Dia.  141/2  in.  Depth  3  in. 


No.  5002.  No.  5003,  and  No. 
5005,  also  made  Semi-Flush 
and  Drop. 


<0- 

No.  5021 

1  Light 

111/4  X  53/4  in.  Extends  5  in. 
With  Rotary  Switch 

O 


No.  5022 

2  Lights 

111/4  X  53/4  in.  Extends  4  in. 
Spread  10  in. 

With  Rotary  Switch 

O 


Finishes: 

Antique  Ivory  Satin 

Gold  6c  Eggshell  Bronze 

Empire  White  6t  Gold 


MADE  OF  UNBREAKABLE  METAL 


No.  5003  Flush 


No.  5002  Flush 


No.  5005  Flush 


Pc^e  9 


7000  LINE 


MADE  OF  UNBREAKABLE  METAL 


No.  7015  Flush 


No.  7012  Flush 


No.  7013  Flush 


No.  7011 

1  Light 

Dia.  7  in.  Depth  21/2  in. 
Length  41/4  in. 


O 


No.  7012  Flush 

2  Lights 

Dia.  93/4  in.  Depth  21/2  in. 
Length  41/4  in. 


O 


No.  7013  Flush 

3  Lights 

Dia.  12  in.  Depth  21/2  in. 
Length  41/4  in. 


No.  7015  Flush 

5  Lights 

Dia.  I4V2  in.  Depth  21/2  in. 
Length  4V4  in. 


No.  7012.  No.  7013.  and  No. 
7015.  also  made  Semi-Flush 
and  Drop. 

O 

No.  7021 

1  Light 

IOV4  X  43/4  in.  Extends  43/4  in. 
With  Rotary  Switch 


No.  7022  No.  7021 


No.  7022 

2  Lights 

IOV4  X  43/4  in.  Extends  33/4  in. 
Spread  93/4  in. 

With  Rotary  Switch 


Finishes: 

Empire  White  &  Gold 
Bronze  &  Silver 
Ivory  &  Parchment 
Satin  6c  Gold 
Black  6c  Gold 
Silver  6c  Gold 
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7000  LINE 


MADE  or  UNBREAKABLE  METAL 


No.  7001 

1  Light 

Dia.  7  in.  Length  3V4  in. 


O 


No.  7002  Flush 

2  Lights 

Dia.  93/4  in.  Depth  21/2  in. 


O 


No.  7003  Flush 

3  Lights 

Dia.  12  in.  Depth  21/2  in. 


o 


No.  7005  Flush 

5  Lights 

Dia.  141/2  in.  Depth  21/2  in. 


o 


No.  7002.  No.  7003.  and  No. 
7005.  also  made  Semi-Flush 
and  Drop. 


o 


Finishes: 

Empire  White  &  Gold 
Bronze  &  Silver 
Ivory  6c  Parchment 
Satin  6c  Gold 
Black  6c  Gold 
Silver  6c  Gold 


No.  7001 


No.  7002  Flush 


No.  7003  Flush 


No.  7005  Flush 
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1900  LINE 


MADE  OF  UNBREAKABLE  METAL 


No,  1935  Semi-Flush 


No.  1935  Flush 


No.  1932  Flush 


No.  1931  No.  1933  Flush 


No.  1931 

1  Light 

Dia.  9  in.  Length  41/4  in. 

o 


No.  1931  P.C.S. 

Same  as  above  with  Pull 
Chain  Socket 


o 


No.  1932  Flush 

2  Lights 

131/2x71/2  in.  Depth  31/2  in. 

o 


No.  1933  Flush 

3  Lights 

Dia.  141/4  in.  Depth  3%  in. 


o 

No.  1935  Flush 

5  Lights 

Dia.  171/2  in.  Depth  41/4  in. 


O 


No.  1935  Semi-Flush 

5  Lights 

Dia.  171/2  in.  Length  12  in. 


•<> 


No.  1932,  No.  1933,  and  No. 
1935,  also  made  Semi-Flush 
and  Drop. 

-o 


Finishes: 

Antique  Ivory  Satin 

Ivory  Poly.  Bronze 

Rose  Gold  Poly. 


Ni-i' 
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1900  LINE 


MADE  OF  UNBREAKABLE  METAL 


No.  1935  Drop 

5  Lights 

Dia.  171/2  in.  Length  36  in. 


-o 

No.  1941 

1  Light 

10 1/2  X  41/4  in.  Extends  41/2  in. 
Depth  IVs  in. 

With  Rotary  Switch 


No.  1941X 

Same  as  above  with  Con¬ 
venience  Outlet  and  Turn 
Knob  Socket 

<> 


No.  1942 

2  Lights 

10 1/2  X  41/4  in.  Extends  31/4  in. 
Spread  8 1/4  in. 

With  Rotary  Switch 


-c> 

No.  1951 

1  Light 

10 1/2  X  41/4  in.  Extends  41/2  in. 

Special  Depth  21/2  in. 

With  Rotary  Switch 


No.  1941X  No.  1941 


<> 


No.  1951X 

Same  as  above  with  Con¬ 
venience  Outlet  and  Turn 
Knob  Socket 

<> 


No.  1952 

2  Lights 

IOV2  X  41/4  in.  Extends  31/4  in. 

Special  Depth  V-ji  in. 

With  Rotary  Switch 


Finishes: 

Antique  Ivory  Satin 

Ivory  Poly.  Bronze 

Rose  Gold  Poly. 


No.  1942 


No.  1952 
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600-5200  LINES 


rO,  ,’:,1',-  ■ 


FT 


MADE  OF  UNBREAKABLE  METAL 


No.  611 


No.  605  Flush  No.  612  Flush 


No.  601 

1  Light 

Dia.  8 1/4  in.  Length  41/4  in. 

O 

No.  601  P.C.S. 

Same  as  above  with  Pull 
Chain  Socket 

O 

No.  602  Flush 

2  Lights 

131/2  X  83/4  in.  Depth  4  in. 

-o- 

No.  603  Flush 

3  Lights 

Dia.  12  in.  Depth  41/4  in. 

No.  604  Flush 

Same  as  above  with  4  Lights 

-O- 

No.  605  Flush 

5  Lights 

Dia.  12  in.  Depth  41/4  in. 

■o 

No.  611 

1  Light 

Dia.  31/4  in.  Depth  43/4  in. 
Furnished  with  Honey  or 
Crystal  Satin  Glass 

O 

No.  612  Flush 

2x1  Lights 

131/2  X  33/4  in.  Depth  4  in. 
Furnished  with  Honey  or 
Crystal  Satin  Glass 

-o- 

No.  5201 

1  Light 

Dia.  51/4  in.  Length  3  in. 

-o- 

No.  5201  P.C.S. 

Same  as  above  with  Pull 
Chain  Socket 

O 

No.  5202  Flush 

2  Lights 

13  X  31/2  in.  Depth  3  in. 

No.  5203  Flush 

3  Lights 

Dia.  12  in.  Depth  3  in. 

o 

Finishes: 

Antique  Ivory  Satin 

Ivory  Poly.  Bronze 

Rose  Gold  Poly. 


At 


inmm  n 


2000  LINE 


SSi 


MADE  OF  UNBREAKABLE  METAL 


No.  2001 

1  Light 

Dia.  63/4  in.  Length  4  in 
<> 


No.  2001  P.C.S. 

Same  as  above  with  Pull 
Chain  Socket 


O 

No.  2002  Flush 

2  Lights 

14  X  71/2  in.  Depth  3V2  in. 


O 


No.  2003  Flush 

3  Lights 

Dia.  16  in.  Depth  4  in. 


O 


No.  2005  Flush 

5  Lights 

Dia.  18  in.  Depth  41/4  in. 

•o 

No.  2005  Semi-Flush 

5  Lights 

Dia.  18  in.  Length  14  in. 


<> 

No.  2005  Drop 

5  Lights 

Dia.  18  in.  Length  36  in. 


I 

!  No.  2002.  No.  2003.  and  No. 

I  2005.  also  made  Semi-Flush 

i  and  Drop. 


Finishes: 

Antique  Ivory  Satin 

Ivory  Poly.  Bronze 

Rose  Gold  Poly. 


No.  2005  Semi-Flush 


No.  2005  Drop 


6000  LINE 


MADE  OF  UNBREAKABLE  METAL 


No.  6013  Special 


No.  6013  Flush 


No.  6000X 


No.  6000 


No.  6000 

1  Light 

9  X  41/4  in.  Extends  41/2  in. 
With  Rotary  Switch 


No.  6000X 

1  Light 

9  X  41/4  in.  Extends  41/2  in. 
With  Convenience  Outlet 
and  Pull  Socket 

O 

No.  6011 

1  Light 

Dia.  7  in.  Length  21/2  in. 

O 

No.  6011  P.C.S. 

Same  as  above  with  Pull 
Chain  Socket 

-C> 

No.  6011  Special 

1  Light 

Dia.  7  in.  Depth  21/2  in. 
Length  10  in. 

No.  6011  Special  P.C.S. 

Same  as  above  with  Pull 
Chain  Socket 

•0 

No.  6012  Flush 

2  Lights 

12  X  6  in.  Depth  21/2  in. 


O 

No.  6012  Special 

2  Lights 

12  X  6  in.  Depth  21/2  in. 
Length  9  in. 


No.  6013  Flush 

3  Lights 

Dia.  121/2  in.  Depth  21/2  in. 

No.  6013  Special 

3  Lights 

Dia.  121/2  in.  Depth  21/2  in. 
Length  9  in. 


Finishes: 

Antique  Ivory 
Ivory  6c  Gold 


No.  6012  Special 


1000  LINE 

MADE  OF  ALUMINUM 


No.  1001 

1  Light 

10 1/4  X  5  in.  Extends  5  in. 
With  Rotary  Switch 


O 


No.  1002 

2  Lights 

IOV4  X  5  in.  Extends  31/2  in. 
Spread  8 1/2  in. 

With  Rotary  Switch 


No.  1001 


No.  1002 


O 


No.  1005  Candle 

5  Lights 

Spread  151/2  in.  Length  36  in. 


o 


No.  1005  Drop 

5  Lights 

Spread  151/2  in.  Length  36  in. 


o 


Finishes: 


Bronze 
Bronze  Poly. 
Ant.  Gold 


Gold  Poly. 
Satin 

Satin  &  Gold 


No.  1005  Drop 


No.  1005  Candle 


MADE  OF  ALUMINUM 


No.  3005  Drop  No.  3005  Candle 


No.  3001 

1  Light 

Dia.  8 1/2  in.  Length  3V4  in. 


O 


No.  3002  Flush 

2  Lights 

123/4x91/4  in.  Depth  I3/4  in. 


O 


No.  3003  Flush 

3  Lights 

Dia.  13  in.  Depth  12/4  in. 


O 


No.  3005  Candle 

5  Lights 

Dia.  151/2  in.  Length  36  in. 


O 


No.  3003  Flush 


No.  3005  Drop 

5  Lights 

Dia.  151/2  in.  Length  36  in. 


O 


No.  3002,  No.  3003,  and  No. 
3005,  also  made  Semi-Flush, 
Candle,  and  Drop. 


-o- 


Finishes: 


Antique  Ivory 
Ivory  Poly. 
Ivory  &  Gold 
Bronze 


Antique  Gold 
Gold  Poly. 
Satin 

Satin  5t  Gold 


Bronze  Poly. 


3000  LINE 

MADE  OF  ALUMINUM 


No.  3005  Flush 

5  Lights 

Dia.  151/2  in.  Depth  I3/4  in. 


O 


No.  3005  Semi-Flush 

5  Lights 

Dia.  151/2  in.  Length  10  in. 


o 


No.  3011 

1  Light 

113/4  X  5  in.  Extends  4  in. 
With  Rotary  Switch 


-o- 


No.  3012 

2  Lights 

113/4  X  5  in.  Extends  4  in. 
Spread  93/4  in. 

With  Rotary  Switch 


o 


Finishes: 

Antique  Ivory  Antique  Gold 
Ivory  Poly.  Gold  Poly. 
Ivory  &  Gold  Satin 
Bronze  Satin  &  Gold 

Bronze  Poly. 


No.  3005  Flush 


No.  3005  Semi-Flush 


No.  3011 


No.  3012 
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1800 


LIN 


E 


MADE  OF  IRON 


No.  1803  Drop 


No.  1801 

1  Light 

Spread  82/4  in.  Length  36  in. 


o 


No.  1803  Drop 

3  Lights 

Spread  17  in.  Length  36  in. 
With  3- way  Switch 


O 


No.  1804  Semi-Flush 

3  Lights 

Same  as  above,  No  Switch 
Length  21  in. 


No.  1811 

1  Light 

1 1 V2  X  45/8  Extends  71/4  in. 
With  Rotary  Switch 


o 


Finishes: 

Bronze  &  Chrome 
Eggshell  &  Gold 
<> 

T wo-T oned  White  Opalescent 
Glass 


.  *’.l 
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1800  LINE 

MADE  OF  IRON 


No.  1805  Drop 

5  Lights 

Spread  2OV2  in.  Length  36  in. 
With  3-way  Switch 


O 


No.  1806  Semi-Flush 


No.  1806  Semi-Flush 

5  Lights 

Spread  20  V2  in.  Length  21  in. 
No  Switch 


O 


Finishes: 

Bronze  &  Chrome 
Eggshell  &  Gold 

•<> 

Two-Toned  White  Opalescent 
Glass 


MADE  OF  IRON 


No.  1706  Semi-Flush 


No.  1705  Drop 

5  Lights 

Spread  20  in.  Length  36  in. 
V/ith  3-way  Switch 


o 


No.  1706  Semi-Flush 

5  Lights 

Spread  20  in.  Length  19  in. 
No  Switch 


O 


Finishes: 

Bronze  &  Chrome 
Eggshell  &  Gold 

-O- 

T wo-T oned  White  Opalescent 
Gloss 


No.  1705  Drop 


MADE  OF  IRON 


No.  1701 

1  Light 

Spread  8  in.  Length  36  in. 


O 


No.  1703  Drop 

3  Lights 

Spread  17  in.  Length  36  in. 
With  3-way  Switch 


O 


No.  1704  Semi-Flush 

3  Lights 

Same  as  above,  no  Switch 
Length  19  in. 


No.  1701 


O 


No.  1711 

1  Light 

Dia.  51/4  in.  Extends  7^2  in. 
With  Rotary  Switch 


O 


Finishes: 

Bronze  &  Chrome 
Eggshell  &  Gold 

o 

Two-Toned  White  Opalescent 

Glass 


No.  1703  Drop 


MADE  OF  UNBREAKABLE  METAL 


No.  9613  Flush 


No.  9615  Flush 


No.  9615  Semi-Flush 


No.  9615  Drop 


No.  9601 


No.  9613  Semi-Flush 


No.  9613  Drop 


No.  9601 

1  Light 

103/4  X  41/4  in.  Extends  6  in. 
With  Rotary  Switch 


O 


No.  9613  Flush 

3  Lights 

Spread  I8V2  in.  Depth  4  in. 


No.  9613  Semi-Flush 

3  Lights 

Spread  I8V2  in. 
Length  13V2  in. 

O 


No.  9613  Drop 

3  Lights 

Spread  18 1/2  in. 
Length  42  in. 


O 


No.  9615  Flush 

5  Lights 

Spread  19V2  in. 
Depth  41/4  in. 


O 


No.  9615  Semi-Flush 

5  Lights 

Spread  19V2  in. 
Length  14  in. 


O 


No.  9615  Drop 

5  Lights 

Spread  19V2  in. 
Length  42  in. 


O 


Finishes: 

Bronze  with  Honey  Glass 
Satin  with  Crystal  Satin 
Glass 

Rose  Gold  Poly,  with  Honey 
Glass 


9620  LINE 


MADE  OF  UNBREAKABLE  METAL 


No.  9623  Flush 

3  X  1  Lights 
Spread  18 1/2  in 
Depth  5V4  in. 


O 


No.  9623  Semi-Flush 

3  X  1  Lights 
Spread  I8V2  in. 
Length  131/2  in. 


O 


No.  9623  Semi-Flush 


No.  9625  Semi-Flush 


No.  9623  Drop 

3  X  1  Lights 
Spread  18 1/2  in. 
Length  42  in. 
With  3-way  Switch 


<> 


No.  9625  Flush 

5  X  1  Lights 
Spread  19 1/2  in. 
Depth  51/4  in. 


No.  9623  Flush 


No.  9625  Flush 


•0 


No.  9625  Semi-Flush 

5  X  1  Lights 
Spread  19 1/2  in. 
Length  14  in. 

o 


No.  9625  Drop 

5  X  1  Lights 
Spread  19 1/2  in. 
Length  42  in. 
With  3- way  Switch 


O 


Finishes: 

Bronze  with  Honey  Glass 
Satin  with  Crystal  Satin 
Glass 

Rose  Gold  Poly,  with  Honey 
Glass 


No.  9623  Drop 


No.  9625  Drop 


,.  961 Q  LINE 

■  —  ' 

MADE  OF  UNBREAKABLE  METAL 


No.  9601 


No.  9612  Flush 


No.  9612  Semi-Flush 


No.  9601 

1  Light 

103/4  X  41/4  in.  Extends  6  in. 
With  Rotary  Switch 


o 


No.  9612  Flush 

2  Lights 

151/2  X  71/2  in. 
Depth  31/2  in. 


O 


No.  9612  Semi-Flush 


2  Lights 

151/2  X  71/2  in. 

Length  10  in. 


■o 


No.  9612  Drop 

2  Lights 

151/2  X  71/2  in. 

Length  40  in. 


O 


Finishes: 

Ivory  Poly,  with  Honey  Glass 
Bronze  with  Honey  Glass 
Satin  with  Crystal  Satin 
Glass 

Rose  Gold  Poly,  with  Honey 
Glass 


No.  9612  Drop 


9630  LINE 


I’*  ‘'t 


MADE  OF  UNBREAKABLE  METAL 


No.  9633  Flush 

3  X  1  Lights 

Spread  16  in.  Depth  5V4  in. 


-o> 


No.  9633  Semi-Flush 

3  X  1  Lights 

Spread  16  in.  Length  13V2  in. 


No.  9633  Flush 


No.  9635  Flush 


•c> 


No.  9633  Drop 

3  X  1  Lights 

Spread  16  in.  Length  42  in. 
With  3-way  Switch 


o 


No.  9635  Flush 

5x1  Lights 

Spread  18  in.  Depth  5V4  in. 


No.  9633  Semi-Flush 


No.  9635  Semi-Flush 


o 


No.  9635  Semi-Flush 

5x1  Lights 

Spread  18  in.  Length  14  in. 


o 


No.  9635  Drop 

5  X  1  Lights 

Spread  18  in.  Length  42  in. 
With  3-waY  Switch 


o 


Finishes: 

Bronze  with  Honey  Glass 
Satin  with  Crystal  Satin 
Glass 

Rose  Gold  Poly,  with  Honey 
Glass 

French  Tone  with  Crystal 
Satin  Glass 


No.  9635  Drop 


No.  9633  Drop 


9700  LINE 


MADE  OF  UNBREAKABLE  METAL 


No.  9713  Semi-Flush 


No.  9703  Semi-Flush 


No.  9713  Drop 


No.  9703  Semi-Flush 

3  Lights 

Spread  18  in.  Length  1 31/2  in. 


-c- 


No.  9703  Drop 

3  Lights 

Spread  18  in.  Length  42  in. 


O 


No.  9713  Semi-Flush 

3x1  Lights 

Spread  18  in.  Length  13V2  in. 


O 


No.  9713  Drop 

3  X  1  Lights 

Spread  18  in.  Length  42  in. 
With  3-Way  Switch 


-o- 


Finishes: 

Bronze  with  Honey  Glass 
Satin  with  Crystal  Satin 
Glass 

Rose  Gold  Poly,  with  Honey 
Glass 


No.  9703  Drop 


[S'  ..... 

9700  LINE 

MADE  OF  UNBREAKABLE  METAL 


i 


No.  9601 

1  Light 

103/4  X  41/4  in.  Extends  6  in. 
With  Rotary  Switch 


No.  9601 


o 


ii 

!! 


No.  9715  Semi-Flush 

5x1  Lights 

Spread  21  in.  Length  14  in. 


<> 


No.  9715  Drop 

5x1  Lights 

Spread  21  in.  Length  42  in. 
With  3- way  Switch 


O 


Finishes: 

Bronze  with  Honey  Glass 
Satin  with  Crystal  Satin 
Glass 

Rose  Gold  Poly,  with  Honey 
Glass 


No.  9715  Semi-Flush 


No.  9715  Drop 


MADE  OF  UNBREAKABLE  METAL 


No.  305  Candle 


No.  8011 


No.  305  Candle 

5  X  1  Lights 

Spread  18  in.  Length  36  in. 
Center  Light  Controlled  by 
Pull  Chain  Socket 
Outside  Lights  Controlled  by 
Rotary  Switch 
Mirror  Center  Glass  and 
Amber  Side  Glass 


O 


No.  305  Drop 

5  X  1  Lights 

Spread  18  in.  Length  36  in. 
Center  Light  Controlled  by 
Pull  Chain  Socket 
Outside  Lights  Controlled  by 
Rotary  Switch 
Mirror  Center  Glass  and 
Amber  Side  Glass 


O 


No.  8011 

1  Light 

11  X  51/2  in.  Extends  6  in. 
With  Rotary  Switch 
Mirror  Glass 


No.  8012 


o 

No.  8012 

2  Lights 

11  X  51/2  in.  Extends  51/2  in. 
Spread  12 1/2  in. 

With  Rotary  Switch 
Mirror  Glass 


O 


Finishes: 

Silver  &  Gold 
Bronze 
Satin 


No.  305  Drop 


9500  LINE 


w. 

MADE  OF  UNBREAKABLE  METAL 


No.  9501 

1  Light 

11  X  5  in.  Extends  31/2  iri- 
With  Rotary  Switch 

o 


No.  9502  Drop 

2  Lights 

Spread  15V2  in. 
Length  42  in. 

-0> 


No.  9502  Semi-Flush 

Same  as  above  Length  14  in. 


o 


No.  9503  Drop 

3  Lights 

Spread  17  in.  Length  42  in. 


No.  9503  Drop 

o 


No.  9503  Semi-Flush 

Same  as  above  Length  14  in. 


O 


No.  9505  Drop 

5  Lights 

Spread  19  in.  Length  42  in. 


O 


No.  9505  Semi-Flush 

Same  as  above  Length  14  in. 

o 

Finishes: 

Bronze  Satin 

Rose  Gold  Poly. 

-O- 

Furnished  with  Honey  Glass 
Only 


2200  LINE 


MADE  OF  ALUMINUM  WITH  UNBREAKABLE  METAL  PARTS 


No.  2205  Drop  No.  2232 


No.  2205  Candle 

5  Lights 

Spread  I8V2  in.  Length  42  in. 
With  3- way  Switch 

o 

No.  2205  Drop 

5  Lights 

Spread  I8V2  in.  Length  42  in. 
With  3- way  Switch 

o 

2  Lights,  3  Lights,  and  5 
Lights  Also  Mode  Flush 

o 

No.  2202  Flush 
2  Lights 

Spread  11  in.  Depth  2V4  in. 


O 

No.  2203  Flush 
3  Lights 

Spread  13  in.  Depth  2V4  in. 


O 

No.  2205  Flush 
5  Lights 

Spread  I6V2  in.  Depth  2V2  in. 

O 

No.  2202,  No.  2203,  and  No. 
2205  Also  Made  Semi-Flush, 
Candle,  and  Drop. 

-o- 

No.  2221 

1  Light 

91/2  X  41/4  in.  Extends  4  in. 
With  Rotary  Switch 

O 

No.  2222 

2  Lights 

9V2  X  41/4  in.  Extends  31/2  in. 
Spread  83/4  in. 

With  Rotary  Switch 

o 

No.  2231 

1  Light 

91/2  X  41/4  in.  Extends  4  in. 
With  Rotary  Switch 

O 

No.  2232 

2  Lights 

91/2x41/4  in.  Extends  33/4  in. 
Spread  91/4  in. 

With  Rotary  Switch 


Finish: 

Eggshell  &  Gold 


EZ 


2200  LINE 


MADE  OF  ALUMINUM  WITH  UNBREAKABLE  METAL  PARTS 


No.  2200 

1  Light 

Spread  73/4  in.  Length  36  in. 


o 

No.  2211 

1  Light 

Spread  7  in.  Depth  21/4  in. 
Length  41/2  in. 


o 

No.  2215  Drop 

5  Lights 

Spread  21  in.  Length  42  in. 
With  3-way  Switch 


O 

No.  2241 

1  Light 

91/2  X  41/4  in.  Extends  62/4  in. 
With  Rotary  Switch 


No.  2200 


No.  2241 


No.  2211 


O 

2-Light  and  3-Light  Fixtures 
Also  Made  Drop  with  Shades 


O 


No.  2212  Drop 
2  Lights 

Spread  I5V2  in.  Length  36  in. 
With  3-waY  Switch 


o 


No.  2213  Drop 
3  Lights 

Spread  IVVi  in.  Length  36  in. 
With  3-way  Switch 


O 

Finish: 

Eggshell  &  Gold 

o 

Opal  Plastic  Shades 


No.  2215  Drop 


9000  LINE 


■  9  Jr 


E 


MADE  OF  UNBREAKABLE  METAL 


No.  9031 

1  Light 

8V2  X  31/2  Extends  4  in. 

With  Rotary  Switch 

o 


No.  9032 

2  Lights 

8y2  X  31/2  in.  Extends  4  in. 
Spread  5  in. 

With  Rotary  Switch 


O 

No.  9041 

1  Light 

8 1/2  X  31/2  in.  Extends  41/4  in. 
With  Rotary  Switch 

o 

No.  9041X 

1  Light 

8V2  X  31/2  in.  Extends  41/4  in. 
Glass  Cylinder  has  1  inch 
segment  cut  out 
With  Rotary  Switch 


O 


Finish: 

Chrome 


Opal  Glass  Cylinder 
2  X  BVs  in. 


No.  9032 


No.  9041X 


BATHROOM  BRACKETS 


No.  12 

Made  of  Iron 

2  Lights  (Twin  Socket) 

53/4  X  4  in.  Extends  41/2  in. 

Finish:  Chrome 

Alba  Opal  Glass  1 1  x  SVs  in. 

No.  12s 

Same  as  above  made  with  Switch 

No.  14X 

Made  of  Iron 

2  Lights  (Twin  Socket) 

53/4x4  in.  Extends  43/8  in. 

With  Convenience  Outlet 

Finish:  Chrome 

Alba  Opal  Glass  1 1  x  S^/s  in. 

No.  14XS 

Same  as  above  made  with  Switch 

No.  9021 

Made  of  Unbreakable  Metal 

1  Light 

8V2  X  3V2  in.  Extends  4V4  in. 

With  Rotary  Switch 

Finishes: 

Ant.  Ivory  Chrome 

Empire  White  6c  Gold 

No.  9021X 

Same  as  above  with  Convenience  Outlet 

No.  9022 

Made  of  Unbreakable  Metal 

2  Lights 

8 1/2  X  31/2  in.  Extends  4  in. 

Spread  43/4  in. 

With  Rotary  Switch 

Finishes: 

Ant.  Ivory  Chrome 

Empire  White  6c  Gold 

No.  9022X 

Same  as  above  with  Convenience  Outlet 

No.  9061 

Made  of  Unbreakable  Metal 

1  Light 

53/4  X  41/4  in.  Extends  33/4  in. 

With  Rotary  Switch 

Finishes: 

Chrome  Orchid 

Ant.  Ivory  Green 

White  Enamel 

No.  9061X 

Same  as  above  with  Convenience  Outlet 

No.  9071 

Made  of  Unbreakable  Metal 

1  Light 

63/4  X  41/4  in.  Extends  41/4  in. 

With  Rotary  Switch 

Finishes: 

Chrome  Orchid 

Ant.  Ivory  Green 

White  Enamel 

Opal  Glass 

No.  9071X 

Same  as  above  with  Convenience  Outlet 


No.  12 


No.  9071 


No.  9061 


No.  9071X 


No.  9061X 


No.  9022 


No.  9021 


BRACKETS 


MADE  OF  UNBREAKABLE  METAL 


No.  202 


No.  201 


No.  72 


No.  71  No.  21 


No.  21 

Trailer  or  Bathroom  Bracket 

1  Light 

33/4  X  2  in.  Extends  2^/4  in. 
With  Rotary  Switch 
Finish:  Chrome 

No.  71 

1  Light 

103/4  X  4  in.  Extends  4V2  in. 
With  Rotary  Switch 

No.  72 

2  Lights 

1 03/4  X  4  in.  Extends  4  in. 
Spread  83/4  in. 

With  Rotary  Switch 

No.  81 

1  Light 

11 1/2  x5  in.  Extends  5  in. 
With  Rotary  Switch 

Crystals  not  included 

Will  drill  for  crystals 
if  specified 

No.  82 

2  Lights 

IIV2  X  5  in.  Extends  41/2  in. 
Spread  10  in. 

With  Rotary  Switch 

Crystals  not  included 

Will  drill  for  crystals 
if  specified 

No.  101 

1  Light 

7x4  in.  Extends  41/4  in. 
With  Rotary  Switch 

No.  102 

2  Lights 

8 1/2  X  4  in  Extends  31/2  in. 
Spread  8 1/2  in. 

With  Rotary  Switch 

No.  201 

1  Light 

91/2  X  43/4  in.  Extends  4  in. 
With  Rotary  Switch 

No.  202 

2  Lights 

91/2  X  43/4  in.  Extends  31/4  in. 
Spread  8  in. 

With  Rotary  Switch 

Finishes: 

Antique  Ivory  Satin 

Ivory  Poly.  Bronze 

Rose  Gold  Poly. 


No.  82 


No.  81 


BRACKETS 


f” 


No.  91 


1  Light 

9x41/2  in.  Extends  41/2  in. 
With  Rotary  Switch 

O 

No.  92 

2  Lights 

9  X  41/2  in.  Extends  31/4  in. 
Spread  71/4  in. 

With  Rotary  Switch 

O 

No.  301 

1  Light 

33/4  X  41/2  in.  Extends  41/2  in. 
With  Rotary  Switch 


No.  302 

2  Lights 

33/4  X  41/2  in.  Extends  31/4  in. 
Spread  3  in. 

With  Rotary  Switch 

-o> 

No.  8001 

1  Light 

11  x5V2  in.  Extends  41/2  in. 
With  Rotary  Switch 


No.  8002 

2  Lights 

11  X  51/2  in.  Extends  4  in. 
Spread  9  in. 

With  Rotary  Switch 

O 


Finishes: 

Antique  Ivory  Satin 

Ivory  Poly.  Bronze 

Rose  Gold  Poly. 


No.  711 

1  Light 

1 1 1/2  X  41/2  in.  Extends  41/2  in. 
With  Rotary  Switch 

O 

No.  712 

2  Lights 

1 1 1/2  X  41/2  in.  Extends  33/4  in. 
Spread  9  in. 

With  Rotary  Switch 

O 

No.  811 

1  Light 

11  X  41/2  in.  Extends  41/4  in. 
With  Rotary  Switch 

o 

No.  812 

2  Lights 

11  X  41/2  in.  Extends  4  in. 
Spread  9  in. 

With  Rotary  Switch 

-O- 

Finishes: 

Antique  Ivory  Satin 

Gold  6t  Eggshell  Bronze 

Empire  White  &  Gold 


MADE  OF  UNBREAKABLE  METAL 


No.  302 


No.  301 


No.  92 


No.  91 


No.  812 


No.  811 


No.  610 


No.  611 


No.  612  Flush 


No.  1334 


No.  1335 


No.  610 

Made  of  Aluminum 

2  Lights 

Dia.  113/4  in.  Depth  5  in. 

Furnished  with  Crystal  Satin 
Glass  Only 

Finishes: 

Gold  Poly.  Satin 

Bronze  Nickel 

Nickel  &  Gold 


No.  611 

Made  of  Unbreakable  Metal 

1  Light 

Dia.  8V4  in.  Depth  43/4  in. 

Finishes: 

Bronze  with  Honey  Glass 
Ivory  Poly,  with  Honey  Glass 
Satin  with  Crystal  Satin 
Glass 

Rose  Gold  Poly,  with  Honey 
Glass 

Ghrome  with  Crystal  Satin 
Glass 


No.  612  Flush 

Made  of  Unbreakable  Metal 

2  X  1  Lights 

131/2  X  33/4  in.  Depth  4  in. 

Finishes: 

Bronze  with  Honey  Glass 
Ivory  Poly,  with  Honey  Glass 
Satin  with  Crystal  Satin 
Glass 

Rose  Gold  Poly,  with  Honey 
Glass 


No.  1334 

1  Light 

Spread  10 1/2  in. 

Frosted  Glass 

Finishes: 

Ivory  (Sc  Gold  Aluminum  cSc  Gold 
White  6c  Gold  Orchid  cSc  Gold 
Satone  &  Gold  Green  6c  Gold 
Bronzetone  &  Gold 


No.  1335 

Same  as  above  with 
Extension  Socket 


No.  1336 

1  Light 
Spread  10  in. 
Frosted  Glass 
Finishes: 

Ivory  Green 
White  Orchid 
Satone  Aluminum 
Bronzetone 


No.  1336 


No.  1337 


No.  1337 

Same  as  above  with 
Extension  Socket 
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1336  . . . . 

38  _ 

.  2.55 

403  Flush  . 

.  5  ... 

.  2.25 

1337  . .  . . 

38 

.  2.25 

403  S.F . 

. . .  .  5  ... 

.  3.60 

1701  _ _ _ 

23 

.  3.90 

403  Drop  .  . 

_ _  5  . 

.  4.80 

1703  Drop  . 

23  _ 

.  8.70 

405  Flush  . 

. .  5  .  . 

.  3.60 

1704  S.F . . 

.  .  .  23  . 

.  8.25 

405  S.F.  . 

.  5  . 

.  4.95 

1705  Drop  . . 

.  22  . 

. 10.95 

405  Drop  . 

. . . .  5  .... 

.  6.15 

1706  S.F . 

. .  22  . 

. 10.50 

601  _ _ _ 

.  14  .... 

.  1.35 

1711  . . 

...  .  23  . . 

. .  2.70 

601  P.C.S . . 

_  14  ... 

. .  1.65 

1801  .  .  . . 

.  20  .. 

.  3.90 

602  Flush  . 

_ _  14  .  .. 

.  2.10 

1803  Drop  . . .  . 

.  20  _ 

.  8.40 

603  Flush  . 

.  14  .. 

.  2.55 

1804  S.F . 

.  20  . 

.  7.95 

604  Flush  . 

_ _  14  . 

.  2.70 

1805  Drop  . 

.  21  . 

. 10.65 

605  Flush  .. 

.  .  . .  14  .  . 

.  2.85 

1806  S.F .  . 

.  21  . 

. 10.20 

610  _ _  ... 

.  38  .... 

.  6.00 

1811  . . 

.  20  . 

.  2.70 

611  . 

. 14-38  .... 

.  2.40 

1931  . . . . 

.  12  _ 

. .  1.35 

611  Chrome  ... 

. 14-39  .... 

.  3.15 

1931  P.C.S . 

.  12  .  . 

.  1.65 

612  Flush . 

. 14-38  ... 

.  3.30 

1932  Flush  . 

.  12  . 

.  2.10 

711  . . 

. . .  37  . 

.  2.40 

1932  S.F . 

.  12  . 

.  3.45 

712  . .  . 

.  37  ... 

.  3.00 

1932  Drop  . 

.  12  . 

.  4.65 

811  . 

.  .  37  ... 

. .  2.40 

1933  Flush  . . 

.  12  . 

.  2.55 

812  . . 

. . .  37 

.  3.00 

1933  S.F.  . . 

.  12  . 

.  3.90 

901  .  . 

. . .  3  . 

.  1.20 

1933  Drop  . . . . 

......  12  . . 

. .  5.10 

901  P.C.S . 

.  3  . 

.  1.50 

1935  Flush  . . . 

.  12  . 

.  4.80 

902  Flush  . 

. . .  3  .... 

.  1.80 

1935  S.F _ _ _ _ 

.  12  . 

.  6.15 

902  S.F . 

.  2  .... 

.  3.15 

1935  Drop  .  . 

.  13  . 

.  7.35 

902  Drop  . 

. . .  2  .... 

. . .  4.35 

1941  . . 

...  ..  13  . 

.  2.10 

903  Flush  . 

.  3  .... 

.  2.40 

1941X  . . 

.  13  . 

.  2.55 

903  S.F . 

.  2  . ... 

.  3.75 

1942  .  ..  . 

.  13  . 

.  2.70 

903  Drop  . 

.  2  .... 

.  4.95 

1951  . 

.  13  . 

.  2.10 

905  Flush  _ 

.  3  .... 

.  3.75 

1951X  . . . 

..  ...  13  . . 

.  2.55 

905  S.F . . 

. .  2  . 

. .  5.10 

1952  . 

.  13  _ 

. .  2.70 

905  Drop  . 

.  2  .. 

.  6.30 

2001  . . 

.  15  _ 

.  1.20 

911  . . 

.  4  .... 

. .  1.65 

2001  P.C.S .  . 

.  15 

.  1.50 

912  Flush  . 

.  4  .... 

.  2.70 

2002  Flush  . 

.  15  . 

.  2.10 

912  S.F . 

.  4  .... 

.  4.05 

2002  S.F .  . 

.  ..  15  . 

.  3.45 

912  Drop  .  . 

. .  4 

. .  5.25 

2002  Drop  . . 

.  15  _ 

.  4.65 

913  Flush  . 

. .  4  .  .. 

.  .  3.75 

2003  Flush  . 

,  .  15 

.  2.70 

913  S.F.  . . 

.  4 

.  5.10 

2003  S.F.  .  . 

.  15 

.  4.05 

913  Drop  . 

.  4 

.  6.30 

2003  Drop  . 

.  15  . 

5.25 

915  Flush  . 

.  4  .... 

.  6.00 

2005  Flush  .  .  . 

15  _ 

.  4.80 

915  S.F.  . . 

.  4  ... 

.  7.35 

2005  S.F . 

.  15  . 

.  6.15 

915  Drop  . 

.  4 

.  8.55 

2005  Drop  _ _ 

.  15  . 

.  7.35 

921  . 

. . . 3-4  . 

2.10 

2200  .  . 

.  33  . 

.  8.25 

921X  . . 

. 2-4 

.  2.55 

2202  Flush  .  . 

.  32  _ 

.  .  4.20 

922  . 

. 3-4 

_  2.70 

2202  S.F.  . . . . 

.  32 

.  5.55 

922X  .  ... 

. . 2-4 

_  3.15 

2202  Candle . 

.  32  . 

.  7.20 

1001  . . 

.  17  . 

.  1.95 

2202  Drop  .  . 

.  32  . 

.  .  .  7.20 

1002  . . 

.  17  . 

.  .  2.40 

2203  Flush  .  . 

.  32  . 

.  5.10 

1005  Candle  .... 

.  17  .. 

.  7.35 

2203  S.F .  . 

.  32  _ 

6.45 

1005  Drop  . 

.  17  ..  . 

.  7.35 

2203  Candle . . 

.  ..  32  . 

8.10 
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2203  Drop  . 

.  32  . 

. $8.10 

7011  . 

10  .  . 

..$2,25 

2205  Flush  . 

.  ...  32  . 

.  7.95 

7012  Flush  . 

..  10  . 

..  3.45 

2205  S.F . 

.  32  . 

.  9.30 

7012  S.F.  . . . 

..  10  . . . 

..  4.80 

2205  Candle  . 

.  32  . 

. 10.95 

7012  Drop  . 

.  10  . 

..  6.00 

2205  Drop  . . 

.  32  . 

. 10.95 

7013  Flush  . . . 

..  10  . 

..  5.10 

2211  . 

.  33  . 

.  2.25 

7013  S.F . 

..  10  . 

..  6.45 

2212  Drop  _ _ 

.  33  . 

9.75 

7013  Drop  . 

..  10  . 

..  7.65 

2213  Drop  _ 

.  33  . 

11.55 

7015  Flush  . 

10  . 

.  7.50 

2215  Drop  . 

.  33  . . 

. 17.25 

7015  S.F . . 

10  . 

..  8.85 

2221  .  . 

. .  32  . 

.....  2.70 

7015  Drop  . 

..  10  . 

.10.05 

2222  . 

.  32  . 

.  3.75 

7021  . 

..  10  . 

..  2.40 

2231  . 

.  32  . 

2.70 

7022  . . 

..  10  . 

..  3.30 

2232  . 

.  32  .  .. 

.  3.75 

8001  . 

..  37  . 

..  2.10 

2241  . . 

. .  33  . 

3.75 

8002  . 

..  37  . 

2.85 

3001  . 

. .  18  . 

.  1.95 

8011  . 

..  30  . 

..  3.75 

3002  Flush  . 

. . .  18  . 

.  2.70 

8012  . 

..  30  . 

..  4.50 

3002  S.F . 

.  18  . 

.  4.05 

9021  . 

..  35  . 

..  2.40 

3002  Candle . 

.  18  . 

.  5.25 

9021  Chrome  . 

..  35  . 

..  3.30 

3002  Drop  . 

.  18  . 

.  5.25 

9021X . 

..  35  . 

..  2.85 

3003  Flush  . 

.  18  . 

.  3.45 

902 IX  Chrome  . 

..  35  . 

..  3.75 

3003  S.F . 

.  18  . 

.  4.80 

9022  . . . 

..  35  . 

..  3.30 

3003  Candle  . 

.  18  . 

.  6.00 

9022  Chrome  . 

..  35  . 

..  4.35 

3003  Drop  . 

.  18  . 

.  6.00 

9022X . 

..  35  . 

..  3.75 

3005  Flush  . 

.  19  . 

.  4.80 

9022X  Chrome . . . 

..  35  . 

4.80 

3005  S.F.  ...  . 

. .  19  . 

6.15 

9031  . . . 

..  34  . 

..  5.40 

3005  Candle  . 

.  18  . 

.  7.35 

9032  . . . 

..  34  . 

..  7.80 

3005  Drop  , . 

.  18  . 

.  7.35 

9041  . . . . 

.  34  . 

..  5.40 

3011  . 

.  19  . 

.  2.55 

9041X . 

..  34  . 

..  5.85 

3012  . 

. .  19  . 

.  3.15 

9061  . 

..  35  . 

.  1.95 

5001  .  . 

.  9  . 

...  1.65 

9061  Chrome  . 

..  35  . 

..  2.55 

5002  Flush  . 

.  9  . 

.  2.40 

9061X  . . 

..  35  . 

..  2.40 

5002  S.F . 

. . .  9  . 

.  3.75 

906 IX  Chrome  . 

..  35  . 

..  3.00 

5002  Drop  . 

.  9  . 

.  4.95 

9071  . . . 

..  35  . 

.  2.70 

5003  Flush  . 

.  9  . 

.  3.30 

9071  Chrome  . . . 

..  35  . 

..  3.30 

5003  S.F . 

.  9  . 

.  4.65 

9071X  . . . 

..  35  . . . 

..  3.15 

5003  Drop  . 

.  .  9  . 

.  5.85 

907 IX  Chrome  . 

..  35  . 

..  3.75 

5005  Flush  . 

.  9  . . 

.  4.80 

9501  . 

..  31  . 

,  3.00 

5005  S.F . 

. .  ..  9  . 

.  6.15 

9502  S.F . 

.  31  . 

..  6.75 

5005  Drop  . 

. .  9  . 

.  7.35 

9502  Drop  . . 

..  31  . 

..  7.50 

5011  . . 

.  8  . 

.  2.10 

9503  S.F . 

..  31  . 

.  9.75 

5012  Flush  . 

. .  8  _ 

.  3.30 

9503  Drop  . . . 

.  31  . 

.10.50 

5012  S.F . 

. .  8  . 

.  4.65 

9505  S.F . 

.  31  . 

.12.00 

5012  Drop  . 

_ _  8  _ 

.  5.85 

9505  Drop  . 

..  31  . 

..12.75 

5013  Flush  . 

_ _  8  . 

.  4.65 

9601  . 

24-26-29 . 

..  3.00 

5013  S.F . 

.  8  _ 

6.00 

9612  Flush  . 

..  26  . 

..  4.50 

5013  Drop  . 

.  8  . 

...  7.20 

9612  S.F . . 

..  26  . 

..  6.00 

5015  Flush  . 

_  8  . 

.  7.05 

9612  Drop  .  . 

..  26  . 

..  7.05 

5015  S.F.  . . 

.  8  . . 

.  8.40 

9613  Flush  . . . 

..  24  . . . 

..  6.75 

5015  Drop . 

. .  8  . 

.  9.60 

9613  S.F . 

..  24  . 

.  8.25 

5021  . 

_ _  9  . 

.  2.40 

9613  Drop  . 

..  24  . 

..  9.30 

5022  . . 

. .  9  . 

.  3.30 

9615  Flush  .  . 

..  24  . 

9.75 

5201  . 

.  14  .  ... 

.  1.20  , 

9615  S.F.  . .  . 

..  24  . 

11.25 

5201  P.C.S . . . 

.  14  . 

.  1.50 

9615  Drop  . 

..  24  . 

..12.30 

5202  Flush  . 

.  14  . 

.  .  2.10 

9623  Flush  . . . 

..  25  . 

..  7.95 

5203  Flush  . 

.  14  ..  . 

.  2.55  11 

9623  S.F . 

..  25  . 

..  9.45 

6000  . . 

.  16  . 

.  2.10 

9623  Drop  . 

..  25  . 

.10.50 

6000X .  . 

_ _  16  . 

2.55 

9625  Flush  ...  . . 

..  25  . 

.11.25 

6011  . 

.  .  16  .  . 

.  .  1.35 

9625  S.F.  _ _ 

..  25  . 

.12.75 

6011  P.C.S . 

.  16  .  . 

.  1.65 

9625  Drop  . 

..  25  . 

.14.25 

6011  Spec . 

.  16  .  . 

..  1.65 

9633  Flush  . 

..  27  . 

..  4.50 

6011  Spec.  P.C.S. 

.  16  .  .  . 

.  1.95 

9633  S.F . 

..  27  .  . 

6.00 

6012  Flush  . 

. .  .  16  . 

.  2.25 

9633  Drop  . 

.  27  . 

..  7.05 

6012  Spec.  . 

. .  16  _ 

.  .  2.70 

9635  Flush  . 

..  27  . 

..  6.75 

6013  Flush  .  .  , 

.  16  _ 

.  3.30 

9635  S.F.  . . 

..  27  . 

..  8.25 

6013  Spec . 

. .  16  . 

3.90 

9635  Drop  . 

..  27  . 

..  9.75 

7001  . 

.  11  _ 

1.80 

9703  S.F.  . . 

.  28  . 

..  8.25 

7002  Flush  . 

.  11  . . 

.  2.55 

9703  Drop  . 

..  28  . . 

..  9.30 

7002  S.F . 

.  11  . 

.  3.90 

9713  S.F . 

..  28  . 

..  9.00 

7002  Drop  . 

. .  11  .  . 

....  5.10 

9713  Drop  . 

.  28  . 

.10.50 

7003  Flush  . 

. .  11  .  . 

.  3.75 

9715  S.F . 

.  29  . 

13.50 

7003  S.F . 

.  11  . 

.  5.10 

9715  Drop . 

.  29  . . 

..15.00 

7003  Drop  . 

.  11  . 

.  6.30 

Center  Pull  Switch 

on  all  Flush 

7005  Flush  . 

. .  11  . 

.  5.25 

Fixtures,  60c  additional 

7005  S.F . 

. .  11  . 

..  6.60 

3-way  switch,  unless  specified,  45c  additional 

7005  Drop  . 

.  11 

.  7.80 

Rotary  switch,  30c  additional 
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